Orders 



Order / Rev: 

Alt Order #: 
Product Desc: 
Estimate: 
Flight Dates: 
Original Date / Rev: 
Order Type: 



360406 



06860636 



NRCC IE 201 2 



3304 



10/05/12-10/11/12 



10/02/12/10/02/12 



GENERAL 



ORDER 



Primary AE: 
Sales Office: 
Sales Region: 



Print Date 10/02/12 13:40:13 Page 1 of 6 



ACTION 

NEWS 



KTNV - Las Vegas 

Anjanette Brady 



PPH 



NAT 



Agency 



Name: 

Buying Contact: 
Billing Contact: 



National Media, Inc. 



815 Slater Ln 



Alexandria, VA 22314 



Billing Type: 
Billing Calendar: 
Billing Cycle: 
Agency Commission: 



Cash 



Broadcast 



EOM/EOC 



15% 



Advertiser 



Bill Plan 



Name: 

Demographic: 
Product Codes: 
Priority: 

Revenue Codes: 



National Republican Congressional O 

A35+ 



PL Issue 



P-05 



AGY-TRANS, ISSUE, GEN 



New Business Thru: 
Order Separation: 
Advertiser External ID: 
Agency External ID: 



Totals 



00:30:00 



Start Date 


End Date 


# Spots 


Gross Amount 


Net Amount 




Month 


# Spots 


Gross Amount 


Net Amount 


Rating 


10/01/12 


10/11/12 


101 


$70,550.00 


$59,967.50 


October 2012 


101 


$70,550.00 


$59,967.50 


0.00 












Totals 


101 


$70,550.00 


$59,967.50 


0.00 


Account Executives 



















Account Executive 


Sales Office 


Sales Region 


Start Date / End Date 


Order % 


Anjanette Brady 






Start Of Order - End Of Order 


100% 


Order Share 


Share 


Total 




KTNV - Las Vegas 


18% 


$70,550.00 




Market 


100% 


$391 ,944.44 




Competitive Share 


Share 


Total 




CABLE 


0% 


$0.00 




KBLR 


0% 


$0.00 




KELV 


0% 


$0.00 




KFBT 


0% 


$0.00 




KHDF 


0% 


$0.00 




KINC 


0% 


$0.00 




KLAS 


8% 


$31,355.56 




KLVX 


0% 


$0.00 




KMCC 


0% 


$0.00 




KSNV 


47% 


$184,213.89 




KTUD 


0% 


$0.00 




KVMY 


2% 


$7,838.89 




KVVU 


19% 


$74,469.44 




KVWB 


0% 


$0.00 




LV1 


0% 


$0.00 




UNKWN 


6% 


$23,516.67 





Ln Ch Start End Inventory Code Break Start/End Time Days Len Spots Rate Pri Rtg Type Spots Amount 



1 KTNV 10/05/12 10/05/12 M-F 5A-530A 


CM 


M-F 5A-530A 


■ - F - - 


:30 




2 


$900.00 


M-F 5A-530A 




(5:00 AM-5:30 AM) 






2 $450.00 P-05 0.00 NM| 
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Order/ Rev: 360406 Advertiser: National Republican Congressional Com 

Alt Order*: 06860636 Product Desc: NRCC IE 2012 KTNV - Las Vegas 

Flight Dates: 10/05/12-10/11/12 Estimate: 3304 



Ln Ch Start End 


Inventory Code 


Break 


Start/End Time Days 


Len Spots 


Rate Pri 


Rtg Type Spots 


Amount 


ACTION NWS@5AM 






















Start Date End Date 


Weekdays 


Spots/Week 


Rate 


Rating 














Week: 10/01/12 10/07/12 


F . . 


2 


$450.00 


0.00 














2 KTNV 10/08/12 10/08/12 


M-F 5-6am 


CM 


M-F 5-6a 


M 


:30 


2 


$450.00 P-05 


0.00 NM 


2 


$900.00 




Action News 




(5:00 AM-5:30 AM) 














ACTION NWS@5AM 






















Start Date End Date 


Weekdays 


Spots/Week 


Rate 


Rating 














Week: 10/08/12 10/14/12 


M 


2 


$450.00 


0.00 














E 3 KTNV 10/09/12 10/09/12 


M-F 5A-530A 


CM 


M-F 5A-530A 


- T 


:30 


2 


$450.00 P-05 


0.00 NM 


2 


$900.00 




M-F 5A-530A 




















ACTION NWS@5AM 






















Start Date End Date 


Weekdays 


Spots/Week 


Rate 


Rating 














Week: 10/08/12 10/14/12 


- T 


2 


$450.00 


0.00 














4 KTNV 10/10/12 10/10/12 


M-F 5-6am 


CM 


M-F 5-6a 


. . W 


:30 


2 


$450.00 P-05 


0.00 NM 


2 


$900.00 




Action News 




(5:00 AM-5:30 AM) 














ACTION NWS@5AM 






















Start Date End Date 


Weekdays 


Spots/Week 


Rate 


Rating 














Week: 10/08/12 10/14/12 


. . W 


2 


$450.00 


0.00 














E 5 KTNV 10/11/12 10/11/12 


M-F 5A-530A 


CM 


M-F 5A-530A 


— T — 


:30 


2 


$450.00 P-05 


0.00 NM 


2 


$900.00 




M-F 5A-530A 




















ACTION NWS@5AM 






















Start Date End Date 


Weekdays 


Spots/Week 


Rate 


Rating 














Week: 10/08/12 10/14/12 


— T — 


2 


$450.00 


0.00 














6 KTNV 10/05/12 10/05/12 


M-F 6-7am 


CM 


M-F 6-7a 


F - - 


:30 


1 


$750.00 P-05 


0.00 NM 


1 


$750.00 




Action News 




















ACTION NWS@6AM 






















Start Date End Date 


Weekdays 


Spots/Week 


Rate 


Rating 














Week: 10/01/12 10/07/12 


F . . 


1 


$750.00 


0.00 














7 KTNV 10/08/12 10/08/12 


M-F 6-7am 


CM 


M-F 6-7a 


M 


:30 


1 


$750.00 P-05 


0.00 NM 


1 


$750.00 




Action News 




















ACTION NWS@6AM 






















Start Date End Date 


Weekdays 


Spots/Week 


Rate 


Rating 














Week: 10/08/12 10/14/12 


M 


1 


$750.00 


0.00 














8 KTNV 10/09/12 10/09/12 


M-F 6-7am 


CM 


M-F 6-7a 


- T 


:30 


1 


$750.00 P-05 


0.00 NM 


1 


$750.00 




Action News 




















ACTION NWS@6AM 






















Start Date End Date 


Weekdays 


Spots/Week 


Rate 


Rating 














Week: 10/08/12 10/14/12 


- T 


1 


$750.00 


0.00 














9 KTNV 10/10/12 10/10/12 


M-F 6-7am 


CM 


M-F 6-7a 


. . w 


:30 


1 


$750.00 P-05 


0.00 NM 


1 


$750.00 




Action News 




















ACTION NWS@6AM 






















Start Date End Date 


Weekdays 


Spots/Week 


Rate 


Rating 














Week: 10/08/12 10/14/12 


. . w 


1 


$750.00 


0.00 














10 KTNV 10/11/12 10/11/12 


M-F 6-7am 


CM 


M-F 6-7a 


— T — 


:30 


1 


$750.00 P-05 


0.00 NM 


1 


$750.00 




Action News 




















ACTION NWS@6AM 






















Start Date End Date 


Weekdays 


Spots/Week 


Rate 


Rating 














Week: 10/08/12 10/14/12 


— T — 


1 


$750.00 


0.00 














11 KTNV 10/05/12 10/05/12 


M-F 7-9a 


CM 


M-F 7-9a 


F - - 


:30 


4 


$750.00 P-05 


0.00 NM 


4 


$3,000.00 




Good Morning America 


















GD MRN AMR 






















Start Date End Date 


Weekdays 


Spots/Week 


Rate 


Rating 














Week: 10/01/12 10/07/12 


F - - 


4 


$750.00 


0.00 














12 KTNV 10/08/12 10/08/12 


M-F 7-9a 


CM 


M-F 7-9a 


M 


:30 


4 


$750.00 P-05 


0.00 NM 


4 


$3,000.00 




Good Morning America 


















GD MRN AMR 






















Start Date End Date 


Weekdays 


Spots/Week 


Rate 


Rating 














Week: 10/08/12 10/14/12 


M 


4 


$750.00 


0.00 














13 KTNV 10/09/12 10/09/12 


M-F 7-9a 


CM 


M-F 7-9a 


- T 


:30 


4 


$750.00 P-05 


0.00 NM 


4 


$3,000.00 




Good Morning America 


















GD MRN AMR 























Print Date: 10/02/12 13:40:13 Page 3 of 6 



Order/ Rev: 360406 Advertiser: National Republican Congressional Com 



Alt Order #: 06860636 






Product Desc: NRCCIE2012 






KTNV - 


Las Vegas 




Flight Dates : 10/05/12-10/11/12 




Estimate: 


3304 














Ln Ch Start End 


Inventory Code 


Break 


Start/End Time Days 


Len Spots 


Rate Pri 


Rtg Type Spots 


Amount 


13 KTNV 10/09/12 10/09/12 


M-F 7-9a 


CM 


M-F 7-9a 


- T 


:30 


4 


$750.00 P-05 


0.00 NM 


4 


$3,000.00 




Good Morning America 


















GD MRN AMR 






















Start Date End Date 


Weekdays 


Spots/Week 


Rate 


Rating 














Week: 1 0/08/1 2 10/14/12 


- T 


4 


$750.00 


0.00 














14 KTNV 10/10/12 10/10/12 


M-F 7-9a 


CM 


M-F 7-9a 


. . W 


:30 


4 


$750.00 P-05 


0.00 NM 


4 


$3,000.00 




Good Morning America 


















GD MRN AMR 






















Start Date End Date 


Weekdays 


Spots/Week 


Rate 


Rating 














Week: 1 0/08/1 2 10/14/12 


. . W 


4 


$750.00 


0.00 














15 KTNV 10/11/12 10/11/12 


M-F 7-9a 


CM 


M-F 7-9a 


— T — 


:30 


4 


$750.00 P-05 


0.00 NM 


4 


$3,000.00 




Good Morning America 


















GD MRN AMR 






















Start Date End Date 


Weekdays 


Spots/Week 


Rate 


Rating 














Week: 1 0/08/1 2 1 0/1 4/1 2 


— T — 


4 


$750.00 


0.00 














16 KTNV 10/06/12 10/06/12 


Sat 5a News 


CM 


Sat 5a-6a News S - 


:30 


2 


$450.00 P-05 


0.00 NM 


2 


$900.00 




Sat 5a-6a News 




















ACTN NWS SA@5A 






















Start Date End Date 


Weekdays 


Spots/Week 


Rate 


Rating 














Week: 10/01/12 10/07/12 


S- 


2 


$450.00 


0.00 














17 KTNV 10/06/12 10/06/12 


Sat 6a 


CM 


Sat 6a-7a 


S- 


:30 


2 


$750.00 P-05 


0.00 NM 


2 


$1,500.00 




Sat 6a-7a 




















ACTN NWS SA@6A 






















Start Date End Date 


Weekdays 


Spots/Week 


Rate 


Rating 














Week: 10/01/12 10/07/12 


S- 


2 


$750.00 


0.00 














18 KTNV 10/06/12 10/06/12 


Sat 7a GMA 


CM 


Sat 7a-8a GMA S - 


:30 


1 


$850.00 P-05 


0.00 NM 


1 


$850.00 




Sat 7a-8a GMA 




















GD MRN-SAT 






















Start Date End Date 


Weekdays 


Spots/Week 


Rate 


Rating 














Week: 10/01/12 10/07/12 


S- 


1 


$850.00 


0.00 














19 KTNV 10/06/12 10/06/12 


Sat 8a 


CM 


Sat 8a-9a 


S- 


:30 


1 


$750.00 P-05 


0.00 NM 


1 


$750.00 




Sat 8a-9a 




















ACTN NWS SA@8A 






















Start Date End Date 


Weekdays 


Spots/Week 


Rate 


Rating 














Week: 10/01/12 10/07/12 


S- 


1 


$750.00 


0.00 














20 KTNV 10/07/12 10/07/12 


Sun 5a News 


CM 


Sun 5a-6a 


Mews S 


:30 


2 


$450.00 P-05 


0.00 NM 


2 


$900.00 




Sun 5a-6a News 




















ACTN NWS SU@5A 






















Start Date End Date 


Weekdays 


Spots/Week 


Rate 


Rating 














Week: 10/01/12 10/07/12 


S 


2 


$450.00 


0.00 














21 KTNV 10/07/12 10/07/12 


Sun 6a 


CM 


Sun 6a-7a 


S 


:30 


2 


$750.00 P-05 


0.00 NM 


2 


$1,500.00 




Sun 6a-7a 




















ACTN NWS SU@6A 






















Start Date End Date 


Weekdays 


Spots/Week 


Rate 


Rating 














Week: 10/01/12 10/07/12 


S 


2 


$750.00 


0.00 














22 KTNV 10/07/12 10/07/12 


Sun 7a GMA 


CM 


Sun 7a-8a GMA S 


:30 


2 


$850.00 P-05 


0.00 NM 


2 


$1,700.00 




Sun 7a-8a GMA 




















GD MRN-SUN 






















Start Date End Date 


Weekdays 


Spots/Week 


Rate 


Rating 














Week: 10/01/12 10/07/12 


S 


2 


$850.00 


0.00 














23 KTNV 10/07/12 10/07/12 


Sun 8a 


CM 


Sun 8a-9a 


S 


:30 


2 


$750.00 P-05 


0.00 NM 


2 


$1,500.00 




Sun 8a-9a 




















ACTN NWS SU@8A 






















Start Date End Date 


Weekdays 


Spots/Week 


Rate 


Rating 
















S 


2 


$750.00 


0.00 














24 KTNV 10/05/12 10/05/12 


M-F 11-12p 


CM 


M-F 11-12p 


F . . 


:30 


2 


$650.00 P-05 


0.00 NM 


2 


$1,300.00 




Action News 




















ACTN NEWS@11AM 






















Start Date End Date 


Weekdays 


Spots/Week 


Rate 


Rating 














Week: 10/01/12 10/07/12 


F . . 


2 


$650.00 


0.00 














25 KTNV 10/08/12 10/08/12 




CM 


M-F 11-12p 


M 


:30 


2 


$650.00 P-05 


0.00 NM 


2 


$1,300.00 
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Order/ Rev: 360406 Advertiser: National Republican Congressional Com 
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Ln Ch Start End Inventory Code Break Start/End Time Days Len Spots Rate Pri Rtg Type Spots Amount 
MTTHZp 

Action News 

ACTN NEWS@11AM 



Start Date End Date 


Weekdays Spots/Week 


Rate 


Rating 














Week: 1 0/08/1 2 1 0/1 4/1 2 


M n 

m 2 


$650.00 


0.00 














26 KTNV 10/09/12 10/09/12 


M-F11-12p CM 


M-F 1 1-12p 


- T 


:30 


2 


$650.00 P-05 


0.00 NM 


2 


$1,300.00 




Action News 


(11:00 AM-12:00 PM) 














A ATK 1 Nil — lA/O /CN A A A ri n 

AO 1 N NbWb@1 1 AM 




















Start Date End Date 


Weekdays Spots/Week 


Rate 


Rating 














IAJ..I.. A /Art /-4 4 f\ 14 A 14 f\ 

Week: 1 0/08/1 2 1 0/1 4/1 2 


- I 2 


$650.00 


0.00 














27 KTNV 10/10/12 10/10/12 


M-F11-12p CM 


M-F 11-12p 


. . W 


:30 


2 


$650.00 P-05 


0.00 NM 


2 


$1,300.00 




Action News 


















A ATN 1 k 1 [— \ » lO/Oi J J A ft 1 

AO 1 N NbWb<cp1 1 AM 




















Start Date End Date 


Weekdays Spots/Week 


Rate 


Rating 














\ A / 1 -IA/AA/HA A f\ 1 A A I A t~\ 

Week: 1 0/08/1 2 1 0/1 4/1 2 


- - vv- - - - 2 


$650.00 


0.00 














28 KTNV 10/11/12 10/11/12 


M-F11-12p CM 


M-F 11-12p 


— T — 


:30 


2 


$650.00 P-05 


0.00 NM 


2 


$1,300.00 




Action News 


(11:00 AM-12:00 PM) 














A ATK 1 Nil — lA/O /CN A A A ft il 

AO 1 N NbWb@1 1 AM 




















Start Date End Date 


Weekdays Spots/Week 


Rate 


Rating 














lAf^.l.. -^A/AA/^A HA/H;I/HA 

Week: 1 0/08/1 2 1 0/1 4/1 2 


| — 2 


$650.00 


0.00 














E29 KTNV 10/05/12 10/05/12 


2p Syndicated Show CM 


2p-3p 


F . . 


:30 


2 


$350.00 P-05 


0.00 NM 


2 


$700.00 




2p Syndicated Show 


















ii — i — i — nnAnf>T 

JEFF PROBbT 




















Start Date End Date 


Weekdays Spots/Week 


Rate 


Rating 














\ A / 1 A f\ / f\ A i A r°~\ A f\ / 1 A f°\ 

Week: 1 0/01 /1 2 1 0/07/1 2 


r - - 2 


$350.00 


0.00 














E30 KTNV 10/08/12 10/08/12 


2p Syndicated Show CM 


2p-3p 


M 


:30 


2 


$350.00 P-05 


0.00 NM 


2 


$700.00 




2p Syndicated Show 


















ii — i — i — nnAnf>T 

JEFF PROBbl 




















Start Date End Date 


Weekdays Spots/Week 


Rate 


Rating 














1 A f _ . — lI.. JA/AA/4 A 4 f\ 14 A 14 f*h 

Week: 1 0/08/1 2 10/14/12 


l v l 2 


$350.00 


0.00 














E31 KTNV 10/09/12 10/09/12 


2p Syndicated Show CM 


2p-3p 


- T 


:30 


2 


$350.00 P-05 


0.00 NM 


2 


$700.00 




2p Syndicated Show 


















ii — i — i — nnAnPT 

JEFF PROBbT 




















btart Date bnd Date 


weekdays bpots/week 


Rate 


Rating 














Week: 10/08/12 10/14/12 


T o 


(JiArA rtf\ 


0.00 














E32 KTNV 10/10/12 10/10/12 


2p Syndicated Show CM 


2p-3p 


. . W 


:30 


2 


$350.00 P-05 


0.00 NM 


2 


$700.00 




2p Syndicated Show 


















JEFF PROBbT 




















btart Date bnd Date 


weekdays bpots/week 


Rate 


Rating 














\ A / „ „ 1 . . HA / Art /HA HA/H/I/HA 

Week: 10/08/12 10/14/12 


- - vv- - - - 2 


$350.00 


0.00 














E33 KTNV 10/11/12 10/11/12 


2p Syndicated Show CM 


2p-3p 


— T — 


:30 


2 


$350.00 P-05 


0.00 NM 


2 


$700.00 




2p Syndicated Show 


















ii — i — i — nnAnf>T 

JEFF PROBb T 




















btart Date bnd Date 


weekdays bpots/week 


Rate 


Rating 














\ A f „ „ 1 , . Hrt /Art /HA /IMA 

Week: 10/08/12 10/14/12 


1 2 


$350.00 


0.00 














E34 KTNV 10/05/12 10/05/12 


Judge Judy 4p-5p CM 


M-F 4P-5P 


F . . 


:30 


2 


$650.00 P-05 


0.00 NM 


2 


$1,300.00 




Judge Judy 4p-5p 


















ii in A i — ii in\\/ 

JUDOb JUDY 




















Start Date End Date 


Weekdays Snot^/Wepk 


Rate 


Rating 














Week: 10/01/12 10/07/12 


-- F- 2 


$650.00 


0.00 














E35 KTNV 10/08/12 10/08/12 


Judge Judy 4p-5p CM 


M-F 4P-5P 


M 


:30 


2 


$650.00 P-05 


0.00 NM 


2 


$1,300.00 




Judge Judy 4p-5p 


















JUDGE JUDY 




















Start Date End Date 


Weekdays Spots/Week 


Rate 


Rating 














Week: 10/08/12 10/14/12 


M 2 


$650.00 


0.00 














E36 KTNV 10/09/12 10/09/12 


Judge Judy 4p-5p CM 


M-F 4P-5P 


- T 


:30 


2 


$650.00 P-05 


0.00 NM 


2 


$1,300.00 




Judge Judy 4p-5p 


















JUDGE JUDY 




















Start Date End Date 


Weekdays Spots/Week 


Rate 


Rating 














Week: 10/08/12 10/14/12 


-T 2 


$650.00 


0.00 














E37 KTNV 10/10/12 10/10/12 


CM 


M-F 4P-5P 


. . W 


:30 


2 


$650.00 P-05 


0.00 NM 


2 


$1,300.00 
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Ln Ch Start End Inventory Code Break Start/End Time Days Len Spots Rate Pri Rtg Type Spots Amount 

Judge Judy 4p-t>p 
Judge Judy 4p-5p 

JUDGE JUDY 



o+ a f+ p\ a 4- a i~ ^ —j p\ a+ a 

btart Uate bnd Uate 


Weekdays 


Spots/Week 


Rate 


Rating 
















Week: 1 0/08/1 2 1 0/1 4/1 2 


. . W 


2 


l-K A »— A A A 

$650.00 


0.00 
















E38 KTNV 10/11/12 10/11/12 


Judge Judy 4p-5p CM 


M-F 4P-5P 




T- • • 


:30 


2 


$650.00 P-05 


0.00 NM 


2 


$1,300.00 




Judge Judy 4p-5p 




















1 1 t r~\r^ iz hi pi\/ 
JUUbb JUDY 
























btart Uate bnd Uate 


Weekdays 


Spots/Week 


Rate 


Rating 
















Week: 1 0/08/1 2 1 0/1 4/1 2 


— T — 


2 


l-K A »— A A A 

$650.00 


0.00 
















39 KTNV 10/05/12 10/05/12 


M-F 5-5:30p 


CM 


M-F 5-5:30p 




■ F- ■ 


:30 


2 


$900.00 P-05 


0.00 NM 


2 


$1,800.00 




Action News 






















AO I IUN NWo(j3?orlVI 
























o+ a n\ a 4- a r~ ^ j Ha^a 

btart uate bnd uate 


Weekdays 


Spots/Week 


Rate 


Rating 
















\ A / 1 A f\ / f\ A i A r°~\ A f\ 1 A f\ 

Week: 1 0/01 /1 2 1 0/07/1 2 


F . . 


2 


i-K A A A AA 

$900.00 


0.00 
















40 KTNV 10/08/12 10/08/12 


M-F 5-5:30p 


CM 


M-F 5-5:30p 


M- - 




:30 


2 


$900.00 P-05 


0.00 NM 


2 


$1,800.00 




Action News @ 5p 




















AO 1 IUN NWo(j3?OrM 
























btart Uate bnd Uate 


Weekdays 


Spots/Week 


Rate 


Rating 
















\ A / 1 J/^//A»A/J A 4/\/^<I/a1^ 

Week: 1 0/08/1 2 1 0/1 4/1 2 


M 


2 


$900.00 


0.00 
















41 KTNV 10/09/12 10/09/12 


M-F 5-5:30p 


CM 


M-F 5-5:30p 


- T- 




:30 


2 


$900.00 P-05 


0.00 NM 


2 


$1,800.00 




Action News (J 






















AO 1 IUN NWo(j3?OrlVI 
























O* A P\ A 4- A n^fj P\ A+ A 

btart uate bnd uate 


Weekdays 


Spots/Week 


Rate 


Rating 
















\ A / 1 JA/AA/J A J A / J * / J A 

Week: 1 0/08/1 2 1 0/1 4/1 2 


- T 


2 


$900.00 


0.00 
















42 KTNV 10/10/12 10/10/12 


M-F 5-5:30p 


CM 


M-F 5-5:30p 


. . W 


:30 


2 


$900.00 P-05 


0.00 NM 


2 


$1,800.00 




Action News @ 5p 




















AO 1 IUN NWo(a?orlVI 
























O* A 1*4 l~\ A 1- A l~ ^ —J n\ a + A 

btart uate bnd uate 


Weekdays 


Spots/Week 


Rate 


Rating 
















l i I _ 1 - _ J /A. /A A / J A 4/\/a1<I/a1^ 

Week: 1 0/08/1 2 10/14/12 


. . W 


2 


$900.00 


0.00 
















43 KTNV 10/11/12 10/11/12 


M-F 5-5:30p 


CM 


M-F 5-5:30p 




T- - - 


:30 


2 


$900.00 P-05 


0.00 NM 


2 


$1,800.00 




Action News (j; 




(5:00 PM-5:30 PM) 
















A PTIAN 1 N 11 A/O/aNC DH A 

AO 1 IUN NWo(j3?orlVI 
























o+ a »-+ p\ a i- a r~ ^ j Ha+a 

btart Uate bnd Uate 


Weekdays 


Spots/Week 


Rate 


Rating 
















\ A / 1 JA/JA.A/J A J A / J * / J A 

Week: 1 0/08/1 2 1 0/1 4/1 2 


— T — 


2 


$900.00 


0.00 
















44 KTNV 10/05/12 10/05/12 


M-F 6-7p 


CM 


M-F 6-7p 




■ F- ■ 


:30 


1 


$1,000.00 P-05 


0.00 NM 


1 


$1,000.00 




Action News 




(6:00 PM-6:30 PM) 
















AO 1 IUN NWo{j3?brlVI 
























O* A P\ A 4- A l~ ^ —J n\ a + A 

btart Uate bnd Uate 


Weekdays 


Spots/Week 


Rate 


Rating 
















\ A 1 1 J A J A J / J A JA/jA.— 7/J a 

Week: 1 0/01 /1 2 1 0/07/1 2 


F . . 


1 


$1,000.00 


0.00 
















45 KTNV 10/08/12 10/08/12 


M-F 6-7p 


CM 


M-F 6-7p 


M- ■ 




:30 


1 


$1,000.00 P-05 


0.00 NM 


1 


$1,000.00 




Action News 




(6:00 PM-6:30 PM) 
















AO 1 IUN NWo(j3?DrlVI 
























o+ a f+ n\ a 4- a n^rj n\ a+ a 

btart Uate bnd Uate 


Weekdays 


Spots/Week 


Rate 


Rating 
















\ A / 1 JA/yAjA/J A J A / J * J J A 

Week: 1 0/08/1 2 1 0/1 4/1 2 


M 


1 


$1,000.00 


0.00 
















46 KTNV 10/09/12 10/09/12 


M-F 6-7p 


CM 


M-F 6-7p 


- T- 




:30 


1 


$1,000.00 P-05 


0.00 NM 


1 


$1,000.00 




Action News 




(6:00 PM-6:30 PM) 
















AC 1 IUN NWbtgpbrlVl 
























Start Date End Date 


Weekdays 


Spots/Week 


Rate 


Rating 
















Week: 10/08/12 10/14/12 


- T 


1 


$1,000.00 


0.00 
















47 KTNV 10/10/12 10/10/12 


M-F 6-7p 


CM 


M-F 6-7p 


. . W 


:30 


1 


$1,000.00 P-05 


0.00 NM 


1 


$1,000.00 




Action News 




(6:00 PM-6:30 PM) 
















ACTION NWS@6PM 
























Start Date End Date 


Weekdays 


Spots/Week 


Rate 


Rating 
















Week: 10/08/12 10/14/12 


. . W 


1 


$1,000.00 


0.00 
















48 KTNV 10/11/12 10/11/12 


M-F 6-7p 


CM 


M-F 6-7p 




T- - - 


:30 


1 


$1,000.00 P-05 


0.00 NM 


1 


$1,000.00 




Action News 




(6:00 PM-6:30 PM) 
















ACTION NWS@6PM 
























Start Date End Date 


Weekdays 


Spots/Week 


Rate 


Rating 
















Week: 10/08/12 10/14/12 


— T — 


1 


$1,000.00 


0.00 
















49 KTNV 10/05/12 10/05/12 




CM 


M-F 6-7p 




■ F- ■ 


:30 


1 


$1,100.00 P-05 


0.00 NM 


1 


$1,100.00 



Print Date: 10/02/12 13:40:14 Page 6 of 6 



Order/ Rev: 360406 Advertiser: National Republican Congressional Com 



Alt Order #: 06860636 






Product Desc: NRCCIE2012 






KTNV - 


Las Vegas 




Flight Dates : 10/05/12-10/11/12 




Estimate: 3304 














Ln Ch Start End 


Inventory Code 


Break 


otari/tna i ime uays 


Len Spots 


Rate Pri 


Rtg Type Spots 


Amount 




RTF B7p 




















Action News 




/fi-^n pm 7-nn pm\ 

\0.0\J rlVl-/.UU r\v\) 














ACTION NWS@630 




















Start Date End Date 
Week: 10/01/12 10/07/12 


Weekdays 

F . . 


Spots/Week 
1 


Rate Rating 
$1 1 no no o on 














50 KTNV 10/08/12 10/08/12 


M-F 6-7p 
Action News 


CM 


M-F 6-7p M 

/ft-^n pm 7-nn pm\ 

\D.OU rlvl-/.UU r\v\) 


:30 


1 


$1,100.00 P-05 


0.00 NM 


1 


$1,100.00 


ACTION NWS@630 




















Start Date End Date 
Week: 10/08/12 10/14/12 


Weekdays 

M 


Spots/Week 
1 


Rate Rating 
$1 1 00 00 00 














51 KTNV 10/09/12 10/09/12 


M-F 6-7p 
Action News 


CM 


M-F6-7p -T 

/ft-^n pm 7-nn pm\ 

\O.O\J rlVl-/.UU r\v\) 


:30 


1 


$1,100.00 P-05 


0.00 NM 


1 


$1,100.00 


ACTION NWS@630 




















Start Date End Date 
Week: 10/08/12 10/14/12 


Weekdays 

- T 


Spots/Week 
1 


Rate Rating 
$1 1 00 00 00 














52 KTNV 10/10/12 10/10/12 


M-F 6-7p 
Action News 


CM 


M-F 6-7p • - W 

/ft-^n pk/i 7-nn pm\ 

rlvl-/.UU r\v\) 


:30 


1 


$1,100.00 P-05 


0.00 NM 


1 


$1,100.00 


ACTION NWS@630 




















Start Date End Date 
Week: 10/08/12 10/14/12 


Weekdays 
. . W 


Spots/Week 
1 


Rate Rating 
$1 1 00 00 00 














53 KTNV 10/11/12 10/11/12 


M-F 6-7p 
Action News 


CM 


M-F6-7p — T — 

(D.OU rlVI-/.UU rM) 


:30 


1 


$1,100.00 P-05 


0.00 NM 


1 


$1,100.00 


ACTION NWS@630 




















Start Date End Date 
Week: 10/08/12 10/14/12 


Weekdays 

— T — 


Spots/Week 
1 


Rate Rating 
$1,100.00 0.00 














54 KTNV 10/07/12 10/07/12 


Sun 6-7p 
Action News 


CM 


Sun 6-7p S 


:30 


2 


$850.00 P-05 


0.00 NM 


2 


$1,700.00 


ACTION NWS@6PM 




















Start Date End Date 
Week: 10/01/12 10/07/12 


Weekdays 

S 


Spots/Week 
2 


Rate Rating 
$850.00 0.00 















Totals 101 $70,550.00 



